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2o The ^ total of 13Ci0O3o7 h.%s a3.so been brokr^n do^rn. Pj^parationa 

Office according'^ to of pixiduci as follofSTss 


Eailroad material 
-Fori^cd mfiimTae'bires 
She^t oBtal# tliin 
^et sietalj sjscliuia 

I 

Sheet metals, Ihick 

Sheet metal for ciynasios and transfojmei^s 


2^210^5 tori^j 

Jij»hU3<»U ” 

3 ,.016,14 
/46208 « 

2^1ii7ol ^ 


Strip 

Steel in rods 

Sections O-lO xmo thick 

Section over iC mm, tliick 

Hire 

Pipiisg 

Cast soft iron (Gnss^icheisen) 
Steel 

Spiegeleisen 


2O0O » 
25^862.0 ^ 
apiiOaO ** 
2^GS1 o9 ” 
2^930,0 »» 
h.hV.O 

26^223.5 " 
26^609.2 ” 
l^Q6hok " 


Bimetal products 


0.9 » 

138,B03o 7 toiMj 
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